The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



January 24, 2011 


Keith McCray 

Assistant District Attorney, Norfolk County 


Dear ADA McCray: 

Enc losed is the info rmation you requested in regards to Commonwealth vs. 
Included are copies of the following: 

1. Drug Analysis Laboratory Receipts. 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples HHH| 


GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Stacey Desjardins. If you have any questions about these materials, please call me at the 
number below. 


Sincerely, 

Stacey DesJardins 4 
Chemist I 
Drug Analysis Lab 
Jamaica Plain, MA 02130 
(617) 983-6632 


Cc: CBS, ASD 


Folk OIG PRR 029579 







Khan, Annie (DPH) 


From: McCray, Keith (NFK) 

Sent: Friday, January 21,2011 12:01 PM 

To: Khan, Annie (DPH) 

Subject: lab kit request 
Hi Annie: 

I have another lab kit request. 

You and Stacey Desjardins were the analysts on the case. I cannot find Stacey in our email database 
(she must also hide well =)) 



Case is on for pretrial hearing 2/1/11. PDF format is fine. 

Any questions, please email me or call me directly at (781) 830-4800, Ext 327 
Thanks 


Keith J. McCray 

Assistant District Attorney 

Norfolk County District Attorney's Office 

45 Shawmut Road 

Canton, MA 02021 

ph: (781)830-4800, Ext 327 



1/21/2011 




PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: CU WAm 
Name and Rank of Submitting Officer: 


Defendant(s) Name (last, first, initial 


Police Reference No. 
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Gross Weight Lab Number 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9:00 - 12:00 
1 : 00 - 3:00 


City or Department: CU s? \ / \XfM _Police Reference No.: 

Name and Rank of Submitting Officer: T~Wqua.£L^ Ho ygot. 




To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


















































DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENcvy^mooiii 


ANALYST 

Evidence Wt 



PHYSICAL DESCRIPTION: e>\am} +sea\ecl 

‘ \\ vohrtt ) ova\ lobs 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wf. 


“ Gass C 


PRELIMINARY TESTS 


Spot Tests 

Mlcrocrvstalllne Tests 

Cobalt 

Gold 

Thiocyanate ( ) 

Chloride 

Marquis 

TLTA ( ) 

Froehde's 

OTHER TESTS 

Mecke's 

(Tticromectoc 


PRELIMINARY TEST RESULTS 

REsuLTs h\ic\mc odon s 

date >££-10 


GC/MS CONFIRMATORY TEST 

results rw id^codon^ 

MS i * 

OPERATOR Aq\J _ 

DATE »iQ _ 


Revised 7/2005 














MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 


Hydrocodone Bitartrate And Acetaminophen 


Regulatory-Status; 

Schedule III 

Ingredients 


Active-Ingredients: 

Hydrocodone Bitartrate - 5 MG jF* | ( M | 

Excipients: 

Cros povidone 

Magnesium Stearate 

Cellulose, Microcrystalline 

Povidone 

Starch, Pregelatinized 

Silicon Dioxide 

Stearic Add 

Availability & Manufacturing 

Availability: 

United States 

Available-Container-Sizes: 

Bottle of 60; Strip of 100; Bottle of 30; Bottle of 90; Bottle of 500; Strip of 450; Bottle of 100 

Contact: 

Covidien Mallinckrodt 

Product ID: 

6685436 

AAPCC Code: 

201063 - Acetaminophen with Hydrocodone 

Registry Numbers: 

NDC 00406-0357-06 ' 

NDC 00406-0357-62 

NDC 00406-0357-03 

NDC 00406-0357-09 

NDC 00406-0357-05 

NDC 00406-0357-33 

NDC 00406-0357-01 

Physical Description 


Imprint: 

M357 

Alt Imprint: 

M 357 

Form; 

Oral Tablet 

Color: 

White 

Shape: 

Capsule-shape 


Images for NDC 00406-0357-62 


http://vvww.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf.PrintReady 7/26/2010 
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c> 


DRUG POWDER ANALYSIS FORK! 

SAMPLE # AGENCY UfeNlPOQUl’P ANALYST 3LP) 

No. of samples tested:_ Evidence Wt _ \f 


PHYSI CA L , AS C RIPT ION:- e>\QTltC\ ^ SCfllCCi 

“ U toprte oval labs 

(jngiq) 



Gross Wt { ) 

GrossWt ( ) 

Pkg. Wt 
Net Wt 


3 . 8 CpC^ 


Oq&S C, 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA_{_ \ _ 

OTHER TESTS 

rOic.romecitx 


PRELIMINARY TEST RESULTS 

results h^droccrinn c, 

DATE iQ _ 


GC/MS CONFIRMATORY TEST 

results hv^rocodnnp 

OPERATOR ASP _ 

DATE B~MD . 


Revised 7/2005 


Folk_OIG_PRR_029588 










MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 2 


POISINDEX® Product List 


Hydrocodone Bitartrate And Acetaminophen 

Regulatory-Status: Schedule III 

Ingredients 

Active-Ingredients: Hydrocodone Bitartrate - 5 MG 
Acetaminophen - 500 MG 

Excipients: Grospovidone 

Magnesium Stearate 
Cellulose, Microcrystatllne 
Povidone 

Starch, Pregefatinized 
Silicon Dioxide 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Avatiable^Conialner-SIzes: Bottle of 60; Strip of 100; Bottle of 30; Bottle of 90; Bottle of 500; Strip of 450; Bottle of 100 
Contact: Covidlen Maliinckrodt 
Product ID: 6685436 

AAPCC Code: 201063 - Acetaminophen with Hydrocodone 

Registry Numbers: NDC 00406-0357-06 
NDC 00406-0357-62 
NDC 00406-0357-03 
NDC 00406-0357-09 
NDC 00406-0357-05 
NOC 00406-0357-33 
NDC 00406-0357-01 

Physical Description 

imprint: M357 
Ait Imprint: M 357 

Form: Oral Tablet 
Color: White 
Shape: Capsule-shape 


Images for NDC 00406-0357-62 


http://www. thonisoiihc.com/hcs/librariau/PFDefaultActionId/pf.PrmtReady 7/26/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested; 


AGENCY itln 


ANALYST 
Evidence Wt 


3LD 

y 


PHYSICAL DESCRIPTION: ‘o’lQUOl'l 1 ‘6?C\l€Cl 

~\ c \ \jcUao, round labs 



Gross Wt ( );_ 

Gross Wt ( );_ 

Pkg. Wt:_ 

Netwt: 8.25n 


PRELiMINARY TESTS 

Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 


Microovstalllne Tests 
Gold 

Chloride_ 

T LTAj_J_ 

OTHER TESTS 

Pflicmmed a 


PRELIMINARY TEST RESULTS 

results apnQ^f.pam 
date 


GC/MS CONFIRMATORY TEST 

results itoncreepam 

MS 

OPERATOR AoU _ 

date S-grlO 


Revised 7/2005 












MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Clonazepam 

Regulatory-Status: Schedule IV 

Ingredients 

Clonazepam - 

Excipients: Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Microcrystalline 
Povidone 
Water, Purified 
Starch, Corn 

D&C Yellow No, 10 Aluminum Lake 

Availability & Manufacturing 

Availability: United States 

Available-Container-Sizes: Bottle of 100; Strip of 100; Inner Pack; Bottle of 1000; Bottle of 500 

Contact: Teva Pharmaceuticals 

Product ID: 5575521 

AAPCC Code: 007000 - Benzodiazepines 

Registry Numbers: NDC 0093-0832-19 
NDC 0093-0832-93 

Physical Description 

Imprint: 93 - 832 - This tablet is debossed with 93 - 832 on the unscored side. 
Form: Oral Tablet 
Color: Yellow 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thonisonhc.com/hcs/librarian/PFDefaultActionId/pf.PrmtReady 7/26/2010 


Folk OIG PRR 029591 



DRUG POWDER ANALYSIS FORM 


SAMPLE U 



agency 


ANALYST 


No. of samples tested: 


Evidence Wt 


am 


PHYSICAL DESCRIPTION:” ft staled 

vs Uojn\ b\ut, round labs 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg.Wt:_ 

Net Wt, 1 loM, C\ 


"Class B 


PRELIMINARY TESTS 

Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcroctvstalllne Tests 

Gold 

Chloride_ 

TLTA ( ) 

OTHER TESTS 

rrucromedey 


PRELIMINARY TEST RESULTS 

GC/MS CONFIRMATORY TEST 

results o^cortont. 

RESULTS 

o^cocione- 

DATE ID 

MS 



OPERATOR ^ 

AS..D_ 


DATE_ 

SiSiiD. 


Revised 7/2005 


Folk OIG PRR 029592 








MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 
Ingredients 

Oxycodone - 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No, 2 

Availability & Manufacturing 

Availability: United States 
Availabfe-Contalner-Size: Bottle of 100 

Contact: Covldien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid} 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is Imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. Ail rights reserved. 


http ://www.thomsonlic.com/hcs/librarian/PFDefaultActionId/pf.PrintReady 7/26/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 

No. of samples tested: 


AGENCY 


U)evynoutin 


ANALYST 


DUD 


Evidence Wt 


\/ 


PHYSICAL DESCRIPTION; “ C 6\C\V\C.C\ 1 CCQ \ tC\ Gross Wt ( ):_ 

~of? ©bite chuntxj substance 6r ° sswt < >• _ 

\n pc Pkg.Wf:_ 

(MOST© 


PRELIMINARY TESTS 

Spot Tests 

Thiocyanate ( ) lb ^ 


Marquis _ 
Froehde's 
Mecke's 


© 


© 


© 


MIcroctvstaHino Tests 


Gold 

Chloride 


© 


TLTA ( ) ^ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

results cocaine 

DATE T-2.8'ID 


© 


GC/MS CONFIRMATORY TEST 

results cocaine. 

MS 

OPERATOR AuU _ 

DATE ft-?)' ID 


Revised 7/2005 








PRELIMINARY TESTS 


Soot Tests 
Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 


Gold 

Chloride_ 

tltax_j_ 

OTHER TESTS 


fflicromecta 


PRELIMINARY TEST RESULTS 

results ow^ridone. 

DATE 


GC/MS CONFIRMATORY TEST 

results o^ccdnne 

MS 

OPERATOR A DU _ 

DATE R-S-IQ 


Revised 7/2005 

Folk OIG_PRR_029595 










MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 
Ingredients 

Oxycodone - 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycoiate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acefylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActionId/pf.PrintReady 7/26/2010 


Folk OIG PRR 029596 



DRUG POWDER ANALYSIS FORM 


SAMPLE » 



asency iQf^motith 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: roiqntcH scaled 

- \ZO Uqui- blue, round iQba 



Gross Wt ( ): 

Gross Wt { ): 

Pkg. Wt: 
Net Wt: 


SLO 

y 


\5.\na 


- Gass 6 

~ Z 1t&1ed 


PRELIMINARY TESTS 

Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAJ_ } _ 

OTHER TESTS 

micrnroclex. 


PRELIMINARY TEST RESULTS 

results QXMCCdnOf 

DATE cS'ip 


GC/MS CONFIRMATORY TEST 

results ox\|CGdonc 

MS » ~ 

OPERATOR AoU _ 

DATE grSflO_ 


Revised 7/2005 













MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Oxycodone - 30 MG 

Excipients: Cellulose, Microcrystalfine 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avallabie-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M3Q - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www Thomsonlic.com/hcs/librarian/PFDefaultActionId/pf PrintReady 7/26/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



No. of samples tested: 


AGENCY llbl ANALYST 

Evidence Wt 


am 

\/ 


PHYSICAL DESCRIPTION; - C 6\C\CltC\ ^ Gross Wt { ):_ 

lQb5 Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: bS .SSpi 

0 

Oq < o < o 

- cL tested 


"bco l\cp biue^rounc 




PRELIMINARY TESTS 

Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalline Tests 
Gold 

Chloride_ 

tutax^j_ 

OTHER TESTS 

(Tucrofficdg 


PRELIMINARY TEST RESULTS 

RESULTS OXMCOdOn i 

date 3^2Si\Q__ 


GC/MS CONFIRMATORY TEST 

results cocione. 

MS 

OPERATOR fkS\ ) _ 

DATE 8~8 MQ 


Revised 7/2005 









MICROMEDEX® Healthcare Series ; POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Oxycodone - 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycoiate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue Ho. 2 

Availability & Manufacturing 

Availability: United States 
Avallabfe-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 

Color: Light Blue 
Shape: Circle 

©1974- 2010 Thomson Reuters. All rights reserved. 


http ://vv\vw.thomsonlic.com/hcs/librariaii/PFDefault Actionlcl'pf.PrintReady 7/26/2010 


Folk OIG PRR 029600 



DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: 



GENCY 


k]£\gpg fljQ ANALYST Ul-D 


Evidence Wt 


PHYSICAL DESCRIPTION!" g)\Q\\C(jl ULQlCCj 

~ ZD \\c\V\l blueground labs 



C\Qe>e, 0 


Gross Wt ( ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 


£.5 bn 


PRELIMINARY TESTS 
Soot Tests 

Cobalt 

Thiocyanate ( ) . 

Marquis_ 

Froehde's_ 

Mecke’s 


Mlcrocrvstalllne Tests 
Gold 

Chloridfe_ 

TLTA ( )_ 

OTHER TESTS 

rnicrofflfrifY 


PRELIMINARY TEST RESULTS 

results QX^COClOne.. 

DATE H-PS-IO 


GC/MS CONFIRMATORY TEST 

RESULTS _ Q I:N|C D d,DQ£ 
MS 

OPERATOR AoO _ 

DATE a^dD 


Revised 7/2005 


Folk_OIG_PRR_029601 











MICROMEDEX® Healthcare Series : POISINDEX® Document Page 1 of 1 

POISfNDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Macrocrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No* 2 

Availability & Manufacturing 

Availability: United States 
Avaiiable-Contamer-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetyisalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters, Aii rights reserved. 


littp://m\^w.thomsonlic,comyhcs/librarian/PFDefaultActionId/pfPrintReady 7/26/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY 


analyst SLO 


Evidence Wt 


/ 


PHYSICAL DESCRIPTION; ’ b\C\GCd * GLGlCO 

- ouc ioVvv\c )OV(x\ lob 



Gross Wt { ) 

Gross Wt ( ) 

Pkg. Wt 
Net Wt 



-Class C 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTA( )_ 

OTHER TESTS 

ITlicrompctex 


PRELIMINARY TEST RESULTS 

results rv^rtxryodoo ? 

DATE VZPl-lD 


GC/MS CONFIRMATORY TEST 

results mrtrococbnt 

MS 

OPERATOR /\g\J _ 

date ( ft~?rlD 


Revised 7/2005 


Folk_OIG_PRR_029603 












MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of2 


POISINDEX® Product List 

Hydrocodone Bitartrate And Acetaminophen 

Regulatory-Status: Schedule HI 

Ingredients . 

Active-Ingredients: Hydrocodone Bitartrate - 5 MG i 

Acetaminophen - 500 MG 

Excipients: Crospovidone 

Magnesium Stearate 
Cellulose, Microcrystaliine 
Povidone 

Starch, Pregefatsnrzed 
Silicon Dioxide 
Stearic Acid 

Availability & Manufacturing 

Availability: United States 

Avallabfe-Confalner-Sizes: Bottle of 60; Strip of 100; Bottle of 30; Bottle of 90; Bottle of 500; Strip of 450; Bottle of 100 
Contact; Covidien Mallinckrodt 
Product ID: 6685436 

AAPCC Code: 201063 - Acetaminophen with Hydrocodone 

Registry Numbers: NDC 00406-0357-06 
NDC 00406-0357-62 
NDC 00406-0357-03 
NDC 00406-0357-09 
NDC 00406-0357-05 
NDC 00406-0357-33 
NDC 00406-0357-01 

Physical Description 


Imprint: 

M357 

Ait Imprint: 

M 357 

Form: 

Orai Tablet 

Color: 

White 

Shape: 

Capsule-shape 


images for NDC 00406-0357-62 


http://www.thomsonhc.com/hcs/librarian/PFDefaultActioiild/pf.PrintReady 7/26/2010 


Folk OIG PRR 029604 




DRUG POWDER ANALYSIS FORM 

SAMPLE # AGENCY U^VyPOUl ANALYST 6lX) 

No. of samples tested:_ Evidence Wt 


PHYSICAL DESCRIPTION: 


■rawwdi scaled 
or\<L oranc^. _ V\aacpua\ lab 





Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:__ 

Net Wt: Q.58 -G 


~ C\aea g> 


PRELIMINARY TESTS 


Spot Tests 

MIcrocrvstalline Tests 

Cobalt 

Gold 

Thiocyanate ( ) 

Chloride 

Marquis 

TLTA ( ) 

Froehde's 

OTHER TESTS 

Mecke's 

rrwcromeda 


PRELIMINARY TEST RESULTS 

results buprmorpU i f \l 

DATE 


GC/MS CONFIRMATORY TEST 
RESULTS buprenorpbit Ae, 
MS . _ 

OPERATOR Anlj _ 

DATE ^y^riQ _ 


Revised 7/2005 













MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Suboxone 

Regulatory-Status: Schedule III 

Ingredients 

Active-Ingredients: Buprenorphine - 8 MG 
Naloxone - 2 MG 

Availability & Manufacturing 

Availability: United States 
Avallable-Container-Sfze: Bottle of 30 

Contact: Reckitt Benckiser 
Product ID: 6370996 
AAPCC Code: 200625 - Buprenorphine 
Registry Number: NDC 12496-1306-02 
Physical Description 

Imprint: N8; Sword Logo 
Form: Tablet 
Color: orange 
Shape: Six-sided 

Images for NDC 12496-1306-02 



© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www.thonisonhc.com/hcs/librariaii/PFDefaultActionId/pf.PrmtReady 7/26/2010 


Folk OIG PRR 029606 





• Gross wt(Q) °\M;, \\ Q 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \0 8_02__10\7344 0 5 . D 
ASD 

2 Aug 2010 8:32 

BLANK 

1 

DRUGS 

RTE 



TIC: 734405 D ...] 

! 

!i ; 


Abundance 

I | 

; eooo'■ 

5000 
I 4000] 

: 3000 

! 2000 

] I 

; loooj 

oU ............ . .. _ T . T ..,..„ ___,___ 

|nme-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.56 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734405.D 


Mon Jan 24 14:24:38 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08_02_10\734406.D 

ASD 

2 Aug 2010 8:45 

OXYCODONE STD 

6 

DRUGS 

RTE 


[Abundance 
: 400000 

300000| 

j 200000 

100000 


04-p 


Time--> 2.00 2.k) 3.66 

3.50 4.00 4.50 5,00 

5.50 ’ 

6.00 ’ 

6.50 7.00 ' 7.50 8.00 8.50 ’ 9.00 9.50 ' 

Ret. Time 

Area 

Area 

% 

Ratio % 

6.394 

674967 

100 . 

00 

100.00 



TIC: 734406“D - 
6|39 


734406.D 


Mon Jan 24 14:24:43 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\08_02_10\734406.D 

Operator : ASD 

Date Acquired : 2 Aug 2010 8:45 

Sample Name : OXYCODONE STD 

Submitted by : 

Vial Number : 6 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


6.39 C:\DATABASE\PMW_T0X2.L 

Oxycodone 000076-42-6 94 

Endogenous biomolecule AC 000000-00-0 2 































Area Percent / Library Search Report 


Information from Data File: 

File Name 

K:\08 02 10\734407.D 

Operator 

ASD 

Date Acquired 

2 Aug 2010 8:59 

Sample Name 
Submitted by 

BLANK 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TIC:73"4W7D" 

, 6000 

l 


6000 

\ 

') i 

j,- i > 

! 4000 

''Hi. 


3000 


W I 

j 2000 



1000 


j 

i 

| 0 
T*me--> 

2.00 2.50 3.00 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.0O 8.50 9.00 9.50 j 

Ret. Time 

Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


734407.D 


Mon Jan 24 14:24:46 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K: \0 8_02_10\73 44 0 8 .D 
ASD 

2 Aug 2010 9:12 

BLANK 

1 

DRUGS 

RTE 


Abundance 
7000 i 


TIC: 73'440'SXT.~." 


6000 •. 

i i 

5000 i V,.. 


4000: 

3000: 

2000 ; 

iooo' 






0 ^ 




Time-> 2.00 2,50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 6.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


734408.D 


Mon Jan 24 14:24:50 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\08_02_10\734409.D 

Operator : ASD 

Date Acquired : 2 Aug 2010 9:25 

Sample Name : HYDROCODONE STD 

Submitted by : 

Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 
i 700000 

; 6000001 

500000 \ 

\ 400000; 

: 300000; 

200000 ; 


100000 ^ 


! 0 1 , . . 

|Trme--> 2.00 2,50 

' 3.66 3.50 ’ 4.66 4.56 5.00 

5.50 1 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

5.987 

973325 

100.00 

100.00 


734409.D Mon Jan 24 14:24:53 2011 Page 1 


Folk OIG PRR 029613 


TIC: 734409.D 
5199 






Area Percent / Library Search Report 


Information from Data File: 



File Name 

K:\08 02 10\734409.D 



Operator 

ASD 



Date Acquired 

2 Aug 2010 9:25 



Sample Name 
Submitted by 

HYDROCODONE STD 



Vial Number 

9 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality 

: 90 


C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NTST98.L 

Minimum Quality 

: 90 

PK# RT 

Library/ID 

CAS# Qual 


5.99 C:\DATABASE\NIST98.L 
Hydrocodone 
Hydrocodone 
Hydrocodone 


000125-29-1 99 
000125-29-1 99 
000125-29-1 99 


Abundance 


Average of 5 “957 to 6.119 min.: 734409.D (-) 


299 


80 j 


80 


40 i 


20 


42 


31 


242 


59 


96 US 


185 


70 


I 128 

i 1 


214 


82 


228 


;j 141 ^5 171 j 


199 


256 270 


284 


; 105 j jj (!i , 1 m hj-; : |!; ? j., ; ; ; $ 

rn/z--> V 20 I 40 50 60 70 80 90 l60110 120 130 140 150 160 178 180 190 200 210 220 230 2 40 2li0 260 270 260 290 300 

#99416: Hydrocodone 


Abundance 


80; 


2^9 


60! 


40: 


242 


42 


20 

MS 31 

0 i : A , : . 


96 


115 


185 


59 

70 02 


128 


214 


228 


.; 105 j.. 


141 155 171 


199 


256 270 

j i 


284 


fn/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150'160 170 180 lOo 260 210 2^0 230 240 250 260 270 280 290 300 


734409.D 


Mon Jan 24 14:24:54 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\08 02 10\734410.D 

Operator 

ASD 

Date Acquired 

2 Aug 2010 9:38 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TIC: 734410.D 1 


6000 :: 

; t 

5000: 

4000: 

3000 j 
2000 i 
1000 

rrime-> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.b0 5.50 6.6o 6.50 7.00 ' 7.50 ’ 8.00 6.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


734410.D Mon Jan 24 14:24:58 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File.- 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08_02_10\734411.D 

ASD 

2 Aug 2010 9:51 

BLANK 
SLD 
1 

DRUGS 

RTE 



n\ 




rrcTT3“44i t:d“ 


600011 

j ij 

5000 % 

4000 j 
3000 [ 

2000; 
ioooi 






m 


0 


■Time--> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6,50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734411.D 


Mon Jan 24 14:25:01 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\08 02 10\734414.D 


Operator 

ASD 


Date Acquired 

2 Aug 2010 10:29 


Sample Name 

BLANK 


Submitted by 

SLD 


Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

TfC: 734414.D 


6000i\ 


' 

5000; \ 



4000, 

./• 


! i Mji/J 


3000; 

'■> r 


2000: 



1000 


! 

I i 

0 : .-...... . . 



Time—> 2,00 2.50 3.00 

3.50 ' 4.00 4.50 5.00 ' ' 5.60 ' 6.00 6.50 

7.66 7.50 8.66 8.50 9.6o 9.50 


Ret. Time 

Area Area % 

Ratio % 


* * *N0 INTEGRATED PEAKS* * * 


734414 .D 


Mon Jan 24 14:25:11 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


K:\08_02_10\734415.D 

ASD 

2 Aug 2010 10:42 


SLD 
15 

DRUGS 

RTE 


Abundance 


'TIC: 734415711."".1 

! 250000 ! 


5j98 


■ 200000: 


! 


1 50000 | 


1 

j 

| 

\ 100000’ 



j 

i 

50000 

q ■ —.- —. . - 


!; 
j| 

ji 

1 

iTime~> 2.00 2.50 3.00 

3.50 4.00 4.50 5.00 

T 5.50 a66 

6.t0 7.00 7,50 8.66 8.66 9.66 '&50 i 

Ret. Time 

Area 

Area % 

Ratio % 

5.981 

344417 

100.00 

100.00 


734415.D 


Mon Jan 24 14:25:15 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\08 02 10\734415.D 


Operator 

ASD 


Date Acquired 

2 Aug 2010 10:42 


Sample Name 



Submitted by 

SLD 


Vial Number 

15 


AcquisitionMe th 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 
C:\DATABASE\NIST98.L 

Minimum Quality: 90 

PK# RT 

Library/ID 

CAS# Qual 

1 5.98 C:\DATABASE\NIST98.L 



Hydrocodone 

000125-29-1 99 


Hydrocodone 

000125-29-1 99 


Hydrocodone 

000125-29-1 95 

Abundance 

Average of 5.957 to 6*085 min.: 734415.D {-) 

299 i 

80| 


j j 

go! 


j 

242 | j 


42 


40 ; 


59 


96 


115 





128 



70 

• I 

20 ; 



82 


28 

| j : | 

. ! ! ji 141 155 

i | - I :;, 


j,j 

if | hi |,l! 

1. !|: :h| 105 iih ; Jh, f : ' li ■ , 

04. 

r .-iilifi,-, 



10 

20 30 

40 50 60 70 

80 90 100110 120 130 140 150 160 


185 


170 | : 


214 


199 


228 


258 270 


284 


Abundance' 


80; 


#99416: Hydrocodone 


299 

j 


60: 


40 j 


20 . 


242 


42 


96 


115 


185 


: 15 31 

0 i i:: 


59 


70 82 


128 


214 


105 


141 155 171 


199 


228 

i 


258 270 


284 


,J: > ‘ ' ! : ' : ' : : | i'i'i.h •! ; :‘Hi : 1,1 t! i i ; j s ‘> ' • j ■ - - j ■' Vv-T-r-! j ■‘Try i-r-f : -r'4 • i H44‘rr -:^ 4 4V-r-T rfr- -r r l "h ~r j r~. .rp •: r j 

m/z-> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280_290 300 j 
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734415 , D 


Mon Jan 24 14:25:15 2011 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K:\08_02_10\734416.D 

ASD 

2 Aug 2010 10:54 

BLANK 
SLD 
1 

DRUGS 

RTE 


TIC: 734416.D 


MM* 


Abundance 

[ 

6000i j 
5000: 

4000: 

! i ! " Vj' 

| 3000| 

20001 
1000 

Time~> ° 2,00 2.50 3,00 3.50 4,00 4.50 5.66 5.50 6.00 6.50 7.66 7.50 8.66 8.50 9.60 9l)0 




Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734416.D Mon Jan 24 14:25:19 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\08 02 10\734417.D 


Operator 

ASD 


Date Acquired 

2 Aug 2010 11:08 


Sample Name 

BLANK 


Submitted by 

SLD 


Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 



Abundance 


TIC: 734417.D 


! 6000 

i 

\ 


j 

5000 

% 

\ 



4000 

, 7’,-' ■ - yi V 4 1) ■ 1 '1 < 


3000 



i 

2000 



1 

1000: 




0 1 




Time--> 

2,00 2.50 3.00 

3.50 4.00 4.50 5.i)0 5.50 6,00 6.50 

7.00 7.k) 8.00 8.50 9.6o 9.50 





Ret. Time 

Area Area % 

Ratio % 


* * *N0 INTEGRATED PEAKS*** 


734417.D 


Mon Jan 24 14:25:22 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 
File Name 
Operator 
Date Acquired 

Sample Name _ 

Submitted by : SLD 

Vial Number : 18 

AcquisitionMeth: DRUGS 
Integrator : RTE 


K:\08_02_10\734418.D 

ASD 

2010 11:20 


Abundance 
I 250000 j 

j 200000i 


TfC: 734418.D 
5198 


150000. 

i 

! iooooo 


50000 ji 

I ' 


2.00 2.50 

3.00 3.50 4.00 4.50 ’ 5.00 

5,50 6.00 

6.50 7.00 7.50 8.00 8.50 9,00 050 ’ 

Ret. Time 

Area 

Area % 

Ratio % 

5.981 

340305 

100.00 

100.00 


734418.D Mon Jan 24 14:25:25 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\08_02_10\734418.D 

Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 18 

AcquisitionMeth: DRUGS 
Integrator : RTE 


11:20 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98,L 


PK# RT Library/ID 


CAS# Qual 


1 5.98 C:\DATABASE\PMW_TOX2.L 

Hydrocodone 
Codeine 

8-Chlorotheophylline ET 


000125-29-1 94 
000076-57-3 10 
000000 - 00-0 9 


Abundance 


80 


Average of "5795T 


l: 7344T&D (-) 


299 


eo: 


40; 


20 : 


0 . 


42 


31 


59 


70 


96 


82 


115 


128 


242 


185 


214 


228 


141 155 


199 


U-J'l- h! 


105 ;!■ 


170 


256 270 


284 




m/z~> 

Abundance 


30 40 50 60 70 80 90 100 110 120 130 140^150 160 170 ibo 190 200 2l0 220 2&0 240 250 2&) 270 280 290 3bG • 


“S238T Hydrocodon e 


PT4OT 


299 ; 


80: 


60; 


40; 


20 : 


59 


96 


128 


185 


214 


170 


198 


242 

i 


228 : 

...ii. ...Hi. 


m/z-> ° 30 40 5b 6b 70 80 90 100 1 i0 120 130 l40 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 ‘ i 


284 

i - I ; ' i 


734418.D Mon Jan 24 14:25:25 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08_02_10\734419.D 

ASD 

2 Aug 2010 11:33 

BLANK 
SLD 
1 

DRUGS 

RTE 


Abundance 


6000 K 


TICTT34419! D 


5000: ^ 
4000: 

3000 ; 


i I 




2000 
: loooj 

Time-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.66 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


734419.D 


Mon Jan 24 14:25:29 2011 


Page 1 


Folk OIG PRR 029624 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08_02_10\734420.D 

ASD 

2 Aug 2010 11:46 

BLANK 
SLD 

1 ' 

DRUGS 

RTE 


Abundance 

\ 

8ooo n, 

50001 
40001 
3000 

2000 ; 
10001 


TIC: 734420 D 




'' f ' f ,V, | 


oi 


,Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


734420.D Mon Jan 24 14:25:32 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08__02_10\734421 .D 
ASD 

2 Aug 2010 11:58 


SLD 

21 

DRUGS 

RTE 


Abundance 

200000I 


150000i 


TIC; 734421.0 
5|98 


100000 ! 


50000^ 


iTlme--> ° 2.66 2.50 ’ 3.00 3.50 4.00 4.50 5.6o ’ 5.50 6.00 6.50 7.66 7.50 8.00 ' 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.981 

257747 

100.00 

100.00 


734421.D 


Mon Jan 24 14:25:35 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08_02_10\734421.D 

ASD 

2 Aug 2010 11:58 


SLD 

21 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


5.98 C:\DATABASE\NIST98.L 
Hydrocodone 
Hydrocodone 
Hydrocodone 


Abundance 



80 



60 

42 

59 

j 40; 

A 

j 70 

20 : 


! j 82 

|jj j j : 


Average of 5795710 6.059 min.: 734421 .D (-) 


000125-29-1 

99 

000125-29-1 

99 

000125-29-1 

95 


2^9 


242 


96 


115 


128 


185 


214 


228 


141 155 


199 


0j rn-i ; t * tt .vP:- ' -A 1 ! /i WjV 


J 105 


171 


256 270 


284 


, ... . .... .... .... ... , W\; , P+4-1 - , : ! P* , ,., I f I , . .‘ly.ri 

m/z--> 10 20 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 lOO 200 210 220 230 240 250260 270 2 O 02 O 0 300 


Abundance 


80; 


WOTTBTRydTbcolone 


299 


60 i 


40: 


20 ; 


42 


242 


115 


15 31 


0i 


59 ™ 

, 70 82 

J M. 


128 


.Jli, 


1.05 . 


185 

141 155 171 {■, 


214 


199 


228 


256 270 


284 


m/z-> 10 20 30 40 50 60 70 80 90 100 110 l20 130 140 150 160 lio lOO 190 2602102^0 230 240 2&> 2&> 270 280 290 300 ( 

Page 2 


734421.D 


Mon Jan 24 14:25:36 2011 


Folk OIG PRR 029627 






























Area Percent / Library Search Report 


Information from Data File: 





File Name 

K:\08 02 10 

\734422 

D 



Operator 

ASD 





Date Acquired 

2 Aug 2010 

12 : 11 




Sample Name 

BLANK 





Submitted by 

SLD 





Vial Number 

1 





AcquisitionMeth 

DRUGS 





Integrator 

RTE 





Abundance 


....TIC; 

734422. D 


. 

; 6000 \ 

i ' \ 






! 5000 i •, 






; 4000 i 







i 




i 

] 3000; - 





; 

2000 





j 

loooi 

Qi._ 





1 

hTime-> 2 : 00 2.50 3.00 

3.50 4.00 4.50 

5.<)0 5.50 

6.00 6.50 

7.00 7.io 8.00 

8.50 9.00 9.50 i 

Ret. Time 

Area 

Area % 

Ratio % 



***N0 INTEGRATED PEAKS*** 


734422-D 


Mon Jan 24 14:25:39 2011 


Page 1 


Folk OIG PRR 029628 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \08_02__10\73442 3 . D 
ASD 

2 Aug 2010 12:24 

BLANK 
SLD 
1 

DRUGS 

RTE 


T(C:734423U 


\4 .., 

•' iLy.•• ' 

!' 41' 




Abundance 

7000; 

: ?• 

6000 

5000' \ 

4000; 

3000 : 

2000 ; 

1000 ; 

Iime-> 2.00 2.50 3.00 3,50 4,00 4.50 5.00 5.50 6.56 e5T 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


734423.D Mon Jan 24 14:25:42 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08_02_10\734424.D 

ASD 

2 Aug 2010 12:36 


SLD 

24 

DRUGS 

RTE 


Abundance 

8000001 


TICT:’7344241J 

6J41 


800000i 


4000001 


200000 


Ok-i-T 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6,50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.406 

1544269 

100.00 

100♦00 


734424 .D 


Mon Jan 24 14:25:45 2011 


Page 1 


Folk OIG PRR 029630 








Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


K:\08_02_10\734424.D 
ASD 

2 Aug 2010 12 : 36 


SLD 

24 

DRUGS 

RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


Abundance 


6,41 C:\DATABASE\NIST9B.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Average oflT358 to 6.544 min.: 734424151-) 


315 


80! 


60 ; 


40: 


20 ! 


44 


28 


Of,-, 


70 


55 


115 


84 


98 


140 


230 


201 


128 j 187 

:| i 161 175 ill 

ijj. , 150 : | ,f !. . 


214' 


258 

i 


244 


272 286 


300 


m/z~> i0 20 30 40 50 60 70 80 90 l6o 1 \01 &1301401601601701801 ^02002102^0230240250 2§Q 27028020030031 0 


Abundance 


80 


#100903: Oxycodone 


315 


60 i 


40; 


230 


20 ; 

15 28 

0 


42 


70 


115 


55 


84 


98 


128 


140 


201 


159 


175 


187 


215 


258 

244 !; 272 

j :i 

pH"!- ] r i J fT|-r r 


286 


300 


m/z-> 10 20 30 40 50 60 70 80 90 100110120130140150 160 170 180 190200210220230240250260270280200300310 


734424 .D 


Mon Jan 24 14:25:45 2011 


Page 


Folk OIG PRR 029631 





















Area Percent / Library Search Report 


Information fror 

a Data File: 

File Name 

K:\08 02 10\734425.D 

Operator 

ASD 

Date Acquired 

2 Aug 2010 12:49 

Sample Name 

BLANK 

Submitted by 

SLD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TfC: 734425.D 


6000 \ 


5000; 
40001 


3000, 

i 2000! 

i iooo| 

° 2.00 2.50 3,00 ’ 3.6 o ’ 4.00 4.50 5.00 5.50 6.00 6.50 7. b 0 7.50 8.66 8.66 9.00 9.66' 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS* * * 


734425.D Mon Jan 24 14:25:49 2011 Page 1 


Folk OIG PRR 029632 












Area Percent / Library Search Report 


Information fror 

n Data File: 

File Name 

K:\08 02 10\734426.D 

Operator 

ASD 

Date Acquired 

2 Aug 2010 13:02 

Sample Name 

BLANK 

Submitted by 

SLD 

Vial Number 

1 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TIC; 734428. D 


6000 
5000! 

4000; 

3000 
2000 ; 

; looo 

Time~> ° 2.00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

* * *N0 INTEGRATED PEAKS*** 




v ‘ i VfV(,y 


734426.D Mon Jan 24 14:25:52 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\08_02_10\734427.D 

ASD 

2 Aug 2010 13:15 



Abundance 
; 1200000 

; 1000000 ; 

; 800000 
: 600000 
; 400000 

I 200000: 

! j 

Time-> 2.bcT 2.50 ’ 3T3cT ST 4.66 4.50 5.00 ' ' 5.50 6.00 ' 6.50 ’ 7.0(T T6o * ’ 8.00 


TIC; 73442710 

6141 

\ 


8.50 ’ 9.(30 '&5cT ' 


Ret. Time 

Area 

Area % 

Ratio % 

6.406 

2344679 

100.00 

100.00 


734427.D 


Mon Jan 24 14:25:56 2011 


Page 1 


Folk OIG PRR 029634 











Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


K:\08 02_10\73442 7 . D 
ASD 

2 Auq 2010 13:15 


SLD 

27 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C : \DATABASE'S,NIST98 . L 


PK# RT Library/ID 


CAS# Qual 


6.41 C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000-00-0 35 


Abundance" 


Average of 61 


r: 734427.D(-) 


315 ] 


80: 

i 

601 
40; 

20 


44 


28 


70 


55 i 


230 


115 


140 


84 08 


128 


201 


187 




152 


161 


175 


215 


258 

I 


: 244 ji 272 286 300 J 

m/z-> 30 40 50 60 70 80 90 100 110 120 130 14C 150 160 170 180 190 200 210 220 230 240 250 260 270 280290 300 310 


Abundance 


80 


#583: Oxycodone 


■PTSTT 


315 i 


60! 


40 J 


20 


0 


70 


230 


140 


201 


258 


185 


■H-r-M-l-. 


217 


244 


281 


300 


m/z-> 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170180 100 200 210 220 230 24 0 250 260 270 280 200 300 310 


734427 . D 


Mon Jan 24 14:25:56 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 

K:\08 02 10\734428 . D 


Operator 

ASD 


Date Acquired 

2 Aug 2010 13:28 


Sample Name 

BLANK 


Submitted by 

SLD 


Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Abundance 

; f, 

; 6000 

.TIC: 734428. D 

. . . '! 

5000: 'j, 


i 

4000: ' 

! ' 1,7- , j 



i : ' .. ; 

| 3000 ***** 

it 

! 

2000 i 



1000 


! 

o .. 



Time*-> 2.00 2.50 3.00 

3.50 4.00 4.50 5,00 5,50 6.00 6.50 

7.00 7.50 8.00 a50 9.00 9.50 ' 

Ret . Time 

Area Area % 

Ratio % 


***N0 INTEGRATED PEAKS*** 


734428.D 


Mon Jan 24 14:26:00 2011 


i 


Page 1 


Folk OIG PRR 029636 











